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THE DIRECTOR OF CENTRAL INTELLIGENCE 


WASHINGTON, D. C. 20505 


National Intelligence Officers 


7 October 1976 


MEMORANDUM FOR: D/DCI/NI 


VIA: Director of Security 
Chief, Central Cover Staff 


ationa ntéIligence Officer for China 


SUBJECT: Invitation to Speak Before the 
Foreign Policy Discussion Group 


1. I have been asked by Charles T. Mayer, who is presi- 
dent of the Foreign Policy Discussion Group in Washington, 
D.C., to speak before this group on Tuesday, December 14th, STATOTHR 
at a black tie dinner affair. My subject will be China. 
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avoid any policy statements. I will be introduced as the STATINTL 
NIO for China. 


STATOTHR 


INTERNAL USE ONLY 


Approved For Release 2002/06/18 : CIA-RDP83B00100R000100130018-3 


Approved For Release 2004 /06M8A Ici RDF83B00100R000100130018-3 
= 


-_ 


NIO No. 1591-76 


MEMORANDUM FOR: D/DCI/NI 


VIA: Director of Security 
Chief, Central Cover Staff 


STATINTL FROM: 


National Intelligence Officer for China 


SUBJECT: Invitation to Speak Before the 
Foreign Policy Discussion Group 


STATINTL 


STATINTL 


STATINTL 7? 
APPRQVED: 
fff! 
DISAPPROVED: 
—— D/DCT7NT ~ Date 


INTERNAL USE ONLY 7 
Approved For Release 2002/06/18 : CIA-RDP83B00100R000100130018-3 '* *"' 


° 


a Jae a - INTERNAL USE ONLY 
Approved For Release 2002/06/18 : CIA-RDP83B00100R000100130018-3 


NIOQ No. 1591-76 


MEMORANDUM FOR: D/DCI/NI 
VIA: Director of Security 
: Chief, Central Cover Staff 
STATINTL FROM: . 
National Intelligence Officer for China 
SUBJECT : Invitation to Speak Before the 
Foreign Policy Discussion Group. 
STATINTL 
STATINTL 08 OCT an2- 
Date 
a fielie. 
STATINTL ~ if € Security ate 
4.9 OCT 1976 
Date 
DISAPPROVED: °_ 
== NONE Pate 
Distribution: 
Orig. §& 1 - Addressee 
i s+. D/Security 
L. ="Chief, CCS 
1 - Asst. to DCI (when approved) 
2. NOSE 
1. = JNTO/RI 


INTERNAL USF ONLY 
Approved For Release 2002/06/18 : CIA-RDP83B00100R00010/1 300183... - 


